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B. I. Kolotilin, M. P. Safonov, S. P. Ovchinnikov, N. V. Veselkin, 
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Simple Method for Residual-Gas Monitoring in Secondary-Emission Mass 
Spectrometry - G. D. Tantsyrev and S. V. Sokolan 
Single-Electron Characteristics of Compact Photomultipliers - 0. A. Grachev 
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- R. N. Krasnokutskii, L. L. Kurchaninov, V. V. Tikhonov, 
N. N. Fedyakin, and R. S. Shuvalov 
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